19970914.ba v01_n671.bam.970914 v01_n672.bam.970914 


>From ???@??? Sun Sep 14 04:09:39 1997 

Message-Id: <199709140502.AAAQ2090@sco.theporch. com> 
Date: Sun, 14 Sep 1997 00:02:13 CDT 

Subject: BOATANCHORS digest 1671 


BOATANCHORS Digest 1671 
Topics covered in this issue include: 


1) Anyone need some 6146A's? 

by "Lawrence R. Ware" <lrware@pipeline.com> 
2) FS: Heathkit Manuals 

by "William C. Robbins" <billrobb@net-link.net> 
3) Telequipment scope manual wanted 

by Peter Ferrand <petef@sprynet.com> 
4) Need Missing Pages From URM-25D Manual 

by Gary Harmon <gharmon@txdirect.net> 
5) Drake Newsgroup? 

by K1HC@aol.com 
6) KC - BA / Ham Haunts? 

by "David M. Upton" <david@wbicmg.mv.com> 
7) RAK-7 manual 

by Dexter Francis <cwest@xmission.com> 


Date: Sat, 13 Sep 1997 18:56:54 +0000 

From: "Lawrence R. Ware" <lrware@pipeline.com> 

To: boatanchors@sco.theporch.com 

Subject: Anyone need some 6146A's? 

Message-ID: <3.0.32.19970913185118 .006b75dc@pop. pipeline. com> 


Good evening firebottle fans & fanatics! 

Today wilst perusing a hamfest I acquired a six-pack 

of NOS Sylvana 6146A's. These were NIB, until a recent 

storm flooded the storage area, so now they are in AES 

white boxes instead. 

Anyway, with AES getting A.E.S. getting $16.70 each for them, 

I figured someone out in BA-land would be happy to take them 

off my hands at $7 each, or $40 for all six. (includes shipping CONUS) 
If no one is interested, I'll toss them in my ever growing 

tube stock, and if people are real interested, I can get more. 


-Larry 


-Larry Ware 
lrware@pipeline.com 
Orlando, Florida 


Date: Sat, 13 Sep 1997 20:55:05 -0400 

From: "William C. Robbins" <billrobb@net-link.net> 

To: boatanchors@theporch.com 

Subject: FS: Heathkit Manuals 

Message-ID: <199709140055.UAA13394@serv01.net-link.net> 


The following manuals are for sale for either $7 or $12, SHIPPED unless 
otherwise noted: 


AA-18 Solid State Amplifier 
AJ-31 Hi Fi FM Tuner 

DX-20 Transmitter (COPY) $3 

DX-40 Transmitter 

GD-39 Informer Ultrasonic Intrusion Alarm 
GW-10 CB Transceiver 

GW-22 CB Transceiver 

HA-201A 2-Meter FM Amplifier 
HD-1481 Remote Coax Switch 

HG-10B VFO 

HM-15 SWR Bidge 

HN-31 Cantenna Dummy Load 

HP-13A DC Power Supply 

HR-1680 SSB/CW Receiver 

HRA-10-1 Crystal Calibrator 

HW-16 CW Transceiver 

HW-17A 2-Meter Transceiver 

HW-22A 40 Meter SSB Transceiver (No Cover) 
HW-32A 20 Meter SSB Transceiver 
HX-10 Marauder Transmitter (COPY) 
IP-2760 Battery Eliminator 

MP-10 Power Converter 

MT-1 Cheyenne Transmitter 

PM-2 Mobile Tuning Meter 

QF-1 Q Multiplier 

SA-5010 ‘u'Matic Memory Keyer 
SB-104A SSB Transceiver (Assembly) 
SB-104A SSB Transceiver (Operation) 
SB-230 Linear Amplifier (Has Come Unbound) 
SB-600 Speaker 

SB-604 Speaker 


SB-614 Station Monitor 


SB-634 Station Console 
SBA-100-1 Mobile Mount 


Bill 


Heathkit Collector 
WA8CDU formally WN8CDU 


Date: Sat, 13 Sep 1997 20:45:02 -0400 

From: Peter Ferrand <petef@sprynet.com> 

To: boatanchors@theporch.com 

Subject: Telequipment scope manual wanted 
Message-ID: <341B338E.EC192D5A@sprynet. com> 


Another long shot - Has anyone got a manual for a 
Telequipment S51B??? 


Nice little tube type scope, tho it seems the 
vertical plate sensitivity is extremely poor, for 
reasons as yet unknown. 


Usual costs paid, of course 


73, 

-Pete 

WB2QLL 
petef@sprynet.com 
(603) 889-1067 


Date: Sat, 13 Sep 1997 20:39:30 -0500 

From: Gary Harmon <gharmon@txdirect.net> 

To: boatanchors@theporch.com 

Cc: pmills@A.crl.com 

Subject: Need Missing Pages From URM-25D Manual 

Message-ID: <3.0.3.32.19970913203930.006b78b4@mail.txdirect.net> 


Received a beautiful manual copy from Phil Mills today but as advised it is 
missing pages 1-1 thru 1-4. Cover of manual says 


NAVSHIPS 92134 (A) 


Speciality Engineering and Electronics Company 
Contract NObsr 59758 
Approved by BuShips: 17 Mar 1955 


Page 1-0 has the picture of the set showing all the equipment in the cover. 
Page 1-5 has TABLE 1-4 and TABLE 1-5. I need whatever is in between. 


Thanks in advance and 73, 
gary 


P.S. Thanks Phil! 


Gary H. Harmon, Jr., K5JWK 
6302 Robin Forest 

San Antonio, TX 78239-3218 
(210) 657-1549 
gharmon@txdirect.net 


Too Many Projects, Not Enough Time! 
Better to Have and Not Need than to Need and Not Have! 
Pack Unto Others As You Would Have Them Pack Unto You! 


Date: Sat, 13 Sep 1997 21:51:31 -0400 (EDT) 

From: K1HC@aol.com 

To: boatanchors@theporch.com 

Subject: Drake Newsgroup? 

Message-ID: <970913215125 168949012@emout20.mail.aol.com> 


Anyone have the e-mail address to subscribe to the Drake newsgroup. Thanks! 


Dick, K1HC 


Date: Sat, 13 Sep 1997 21:32:30 -0700 

From: "David M. Upton" <david@wbicmg.mv.com> 
To: boatanchors@theporch.com 

Subject: KC - BA / Ham Haunts? 

Message-ID: <341B68DE.4296@wb1cmg.mv.com> 


I will be heading to Kansas City on business this week. I don't 

know how much free time I will have or just what the situation will be 
but I am curious if there are any BA places to visit. I haven't seen 

any description of the local situation here on the list so it seemed like 
a good time to ask. I know in the past that the KC area was the home of 


the real "BA" and McGee radio among others. I also know about Associated 
Radio in Overland Park, KS and I think there was another ham store out 
by the airport. Anything else? 


David M. Upton, WB1ICMG 
Mont Vernon, NH FN42 


Date: Fri, 12 Sep 1997 23:15:04 -0600 
From: Dexter Francis <cwest@xmission.com> 
To: boatanchors@theporch.com 

Subject: RAK-7 manual 

Message-ID: <341A214E.6AF6@xmission.com> 


Frank - 


I'm almost positive I have an original RAK-7 manual here, if I could 
just remember where I put the darn thing. 


-dt 


ttttttttt http://www. xmission.com/~cwest/ 
or e-mail to: tubes@usa.net 


End o£ BOATANCHORS Digest 1671 
KKKKKKKKKKKKKKKKKEKKKKEKKEKEKEKKK IK 


>From ???@??? Mon Sep 15 08:58:36 1997 

Message-Id: <199709150233.VAAQ4382@sco.theporch.com> 
Date: Sun, 14 Sep 1997 21:33:33 CDT 

Subject: BOATANCHORS digest 1672 


BOATANCHORS Digest 1672 
Topics covered in this issue include: 
1) HEATH PARTS NEEDED 
by KARL VERREN <kn6écw@hughes.net> 


2) TS-183 Battery Tester Schematic or Maint. Manual? 
by David Prince <davprin@gil.com.au> 


3) 
4) 
5) 
6) 
7) 
8) 
9) 
10) 
11) 
12) 
13) 
14) 
15) 
16) 
17) 
18) 
19) 
20) 
21) 
22) 
23) 
24) 
25) 


26) 


Info 

by Surplus Al <surplsal@tl.infi.net> 

WTB/ National 1-10A coil sets 

by J P Taillebois <jpt1@idirect.com> 

WTB National SW3 coil sets 

by J P Taillebois <jpt1@idirect.com> 

WANTED INFO ON P.S.PN-12-A 

by "Daniel H. Arney Jr." <kn6di@idt.net> 

mil batteries FS/TRD 

by Pete McCollum 14-Sep-1997 1147 -0600 <mccollum@ssdevo.ENET.dec.com> 
Little swap meet at Cedar Hill, MO today 

by Mike Sanders <kQaz@i1.net> 

Re. The Other MM Band 

by "Thomas A. Adams" <103360.2133@compuserve.com> 
390/390A audio matching Trans. 

by laffitte@prtc.net (laffitte) 

4H4 Ballast delimma 

by Sandy W5TVW <ebjr@worldnet.att.net> 

Collins 32S-1 Troubleshooting 

by Ron Thomas <rthomas@gulf.net> 

Re: Question on replacing filter capacitors 

by "A.B. Bonds" <ab@vuse.vanderbilt.edu> 

Manual for Super Skyrider 

by aaLlhb@juno.com (Charles M Cheney) 

Re: Collins 32S-1 Troubleshooting 

by Jim Garland W8ZR <4CX250B@miavx1.acs.muohio.edu> 
Meissner Deluxe Signal Shifter 

by CHARLES HETT <75066.3711@compuserve.com> 
Report from FARFest at Gaithersburg Sept 7th 1997 
by Michael Crestohl <mc@shore.net> 

WTB: Gonset Communicator IV 2M 

by w4bld@juno.com (Robert B. Kerby) 

Need info on Millen 90921 

by Manuel W4SSB <mmaseda@gte.net> 

Gear/Literature FS 

by don merz <71333.144@compuserve.com> 

Hamfest Report: DVRA - Trenton, NJ 

by "John H. Dilks III" <oldradio@worldnet.att.net> 
Re: Gear/Literature FS 

by Larry Keith <KQ4BY@ix.netcom. com> 

SB-110A/250C Comparison 

by don merz <71333.144@compuserve.com> 

Solvents in caps 

by "Larry" <rau@wco.com> 

Meissner Signal Shifter - Apology 

by CHARLES HETT <75066.3711@compuserve.com> 
Cosmos PTO question (R-390A) 

by Scott Robinson <spr@earthlink.net> 


Date: Sat, 13 Sep 1997 23:15:06 -0700 

From: KARL VERREN <kn6écw@hughes.net> 

To: boatanchors@theporch.com 

Subject: HEATH PARTS NEEDED 

Message-ID: <19970914061119. AAA20706@kn6cw. hughes.net> 


Hi to everyone on the list, 


I need the following parts to bring an SB-401 and an SB-303 back to 
service.I am willing to pay any fair price for these items as long as they 
are servicable. 


KNOB 2 1/2" (PLASTIC) HEATH PART# 462-193 
CIRCULAR DIAL HEATH PART# 100-449 


Thanks to all of you whom have taken the time to read this and 
assist. (805) 824-9728 


Date: Sun, 14 Sep 1997 16:37:58 +1000 

From: David Prince <davprin@gil.com.au> 

To: Boatanchors <boatanchors@sco.theporch. com> 

Subject: TS-183 Battery Tester Schematic or Maint. Manual? 
Message-ID: <341B8644.9F18ACB9@gil.com.au> 


Hi Gang, 

I am looking for photocopy or originals of the subject. 
Will pay for copying/shipping, etc. One of the list members who sells 
manuals had offered to sell me one along with some other manuals but now 
will not answer my emails - NOT IMPRESSED! 


Thanks 


Dave Prince VK4KDP 
davprin@gil.com.au 


Brisbane Military Radio Collection 


Date: Sun, 14 Sep 1997 04:05:24 -0400 
From: Surplus Al <surplsal@tl.infi.net> 
To: boatanchors@theporch.com 

Subject: Info 

Message-ID: <341B9AC4.3E2D@t1.infi.net> 


Sorry I am late in answeing my many info requests. Have had some 
depressing news in the family and am not thinking correctly. 
73 Al 


Date: Sun, 14 Sep 1997 10:14:46 -0400 

From: J P Taillebois <jpti@idirect.com> 

To: boatanchors@theporch.com 

Subject: WTB/ National 1-10A coil sets 

Message-ID: <199709141414 .KAA12283@nexus.idirect.com> 


Hello 


This a posting for a friend of mine who is looking for the above to complete 
is radio. You can reach him directly at: mpssr431@durham.net 


Thank you 


Jean Paul Taillebois Interest: 
Hallicrafter,Gonset,Johnson,Collins,Military 
radios and books. 

996 Greenlane Court 

Oshawa Ontario Canada 

L1K-2C6 

voice:905 723 1811 

paket: ve3jpt@va3vw 


Date: Sun, 14 Sep 1997 10:14:48 -0400 
From: J P Taillebois <jpti@idirect.com> 
To: boatanchors@theporch.com 


Subject: WTB National SW3 coil sets 
Message-ID: <199709141414 .KAA12287@nexus.idirect.com> 


Hello 


Again this a posting for a friend for the above: The tubes in the radio are 
the model #58. You can reach Mike at: mpssr431@durham.net 


Thanks 


Jean Paul Taillebois Interest: 
Hallicrafter,Gonset,Johnson,Collins,Military 
radios and books. 

996 Greenlane Court 

Oshawa Ontario Canada 

L1K-2C6 

voice:905 723 1811 

paket: ve3jpt@va3vw 


Date: Sun, 14 Sep 1997 07:47:17 -0700 

From: "Daniel H. Arney Jr." <kn6di@idt.net> 
To: boatanchors@theporch.com 

Subject: WANTED INFO ON P.S.PN-12-A 
Message-ID: <341BF8F4.5B2D152@idt.net> 


Need info/schematic on rack mount heavy P.S. built by Bendix. 2nd plate 
says Type 5008/9 has 4 ea. VT-145 tubes. None of the xfmrs haave any 
markings on them and all have black wrinkle finish. 

Any costs reimbursed. 

Thanks, 

Hank KN6DI 


Date: Sun, 14 Sep 97 10:48:08 PDT 

From: Pete McCollum 14-Sep-1997 1147 -0600 <mccollum@ssdevo.ENET.dec.com> 
To: us3rmc"boatanchors@theporch.com"@us3rmc.pa.dec.com 

Subject: mil batteries FS/TRD 


Message-ID: <9709141748 .AA21984@us3xrmc.pa.dec.com> 


Batteries for sale or trade: 
I'm not likely to ever use these, so they might as well go to someone 
else before they get any older... 


- Six BA-386/PRC-25 batteries. Unused, still sealed. 1982 date. 

- Two large magnesium batteries, each is about twice the size of a 
PRC-25 battery. Contains two independant 12V cells. However, they are 
designed for low-current, long-life applications - they won't put out 
high currents. Someone said they are for a portable beacon. 

- BA-5??? (I can check the number if someone cares) lithium battery, use 
unknown. Unused. 24V. About 3" cube in size. 


Pete McCollum 
mccollum@ssdevo.enet.dec.com 


Date: Sun, 14 Sep 1997 14:13:26 -0500 

From: Mike Sanders <k0az@il.net> 

To: boatanchors@theporch.com 

Subject: Little swap meet at Cedar Hill, MO today 
Message-ID: <3.0.16.19970914103646.238f8aa4@i1.net> 


Greetings All, Got there before daylight and not many tailgaters there. 
It stayed small as long as I was there and nothing much in the way of 
really interesting radios. A few but not much. Found a nice H0O10 scope 
and a decent working Drake W4 wattmeter for low prices. Also found a few 
NOS multi section cans in the 450V range electrolytics. 4 of them and a 
spider mount for the future Hustler 4 resonator mobile antenna for a buck! 
Some guy gave me a HP vacuum tube voltmeter with probes for free cause I 
said I had one and didn't need it?!? (model 410 I think). A twenty minute 
drive from my house made it painless. Got to visit with lots of locals 
and relax at the back of the truck in the super wx this morning. The W4 
wattmeter was worth the trip. 73, Mike KOAZ 


Date: Sun, 14 Sep 1997 14:31:23 -0400 

From: "Thomas A. Adams" <103360.2133@compuserve.com> 
To: Dick Dillman <ddillman@igc.apc.org> 

Cc: BOATANCHORS <BOATANCHORS@theporch. com> 

Subject: Re. The Other MM Band 

Message-ID: <199709141432_MC2-2063-A5BC@compuserve. com> 


Hello Dick. 


Thanks for the info and frequency assignments on the stations in the 
roughly 110 - 150 KHz band. That range makes a bit more sense than the 180 
KHz band; I had also totally forgotten about the ITU Region I broadcasting 
assignment in the roughly 150 - 200 KHz region. That oversight on my part 
surprises me, because every winter I just LOVE DXing for those guys! Guess 
I'm getting old and senile or something; they say the memory is the second 
thing that goes, but I forget what the FIRST thing is <LOL!> 


Re. the stations assigned being almost all RCA Communications outlets; that 
information seems to indicate to me something else, besides than the 
possibility of point to point circuits. 


If you listen in that band today, one of the first things you'll notice 
(besides all the stray LORAN crud and slopover from the 100 KHz pulse 
monsters that blankets the low end of the band!) is an awful LOT of 
Canadian Navy / Canadian Forces assignments, on both FSK and CW. In this 
location, I frequently hear CW marker wheels from VCS and VCT, as well as 
encrypted RTTY stations whose frequencies line up with the Klingenfus 
book's listings for Canadian military stations. 


Based on the Canadian assignments and the RCA common denominator, try this 
for a hypothesis... 


The US military has long dealt with the idea of stockpiling massive 
reserves of resources for wartime use. This stockpiling includes radio 
spectrum. 


In past conflicts (WW2 and Korea, and possibly the US alone during 
Vietnam), the US Navy, Canadian Navy, and Royal Navy made VERY HEAVY use of 
the "FOX Sked" system; a one way CW and / or RTTY transmission to ships of 
the fleet. The FOX sked usually handled routine, service type traffic with 
low priority and time sensitivity. Messages on the American version of FOX 
were either addressed to NERK ( to all ships), or tagged to specific 
recipients. On FOX, they were sent in the form of a broadcast which 
required no acknowledgement of receipt from the ships recieving them. To 
help ensure reception, FOX messages were sent repeatedly on a daily basis; 
a given message might be sent daily for a week. 


FOX broadcasts were on LF or VLF to make the service more reliable in the 
face of propagation conditions that would hinder an HF transmission. 


I'm betting that the Canadian transmitters I'm hearing in that range today 
are carrying FOX type traffic for thier Navy and Coast Guard. 


In peacetime, the US Navy would obviously maintain a few transmitters to 
carry on FOX broadcasts. In wartime, this kind of service would have to be 
augmented in a big hurry. 


During peactime, it would be expensive and inefficient for the Navy to 
maintain sufficient stations for wartime use; the cost of antenna rigging 
and maintainence alone would be horrendous. It makes sense to think that 
RCA Communications would have been a contractor for FOX in wartime, sort of 
a radio version of the Reserve Fleet. Rigs for this older maritime mobile 
band would do the job quite nicely. I'm just wondering if the frequency 
assignments you found listed in this obsolete maritime band were intended 
for that sort of service. 


I'm copying this message to the list, hoping that someone who knows more 
about it will respond. 


73's, 


Tom, K9TA 


Date: Sun, 14 Sep 1997 15:28:17 -0300 
From: laffitte@prtc.net (laffitte) 

To: boatanchors@theporch.com 

Subject: 390/390A audio matching Trans. 
Message-ID: <341C2CC1.7F43@prtc.net> 


Hi gang: 


We all know that to get the best audio from the 390 series we need a 
600 ohm to 80hm matching transformer. Fair supplies one from their LS16 
speaker assembly that works fine. Just today I bought the Radio Shack 70 
volt 10-watt line transformer used for the installation of multiple 
speaker systems. The primaries are labelled in watts from .62 to 10 plus 
a common. The secondaries are labelled in ohms with the most common 
speaker impedances of 4,8 and 16 ohms. While experimenting with this 
one, I connected the local audio output of the 390A to the Common and 5 
watt primary while the secondary was connected to an 8 ohm speaker. The 
result was an excellent matching with the audio coming out loud and 
clear. Probably the C-5W combination in the primary has the correct 
impedance for matching the local audio output to the speaker. The price 
of the transformer is reasonable enough to try it (around $7.00). 


TNX and best of 73s 

Guido E. Santacana KP4FAR 
BA collector in the tropics 
San Juan, Puerto Rico 


Date: Sun, 14 Sep 1997 19:46:53 +0000 

From: Sandy W5TVW <ebjr@worldnet.att.net> 

To: boatanchors@theporch.com, glowbugs@www.atl.org 
Subject: 4H4 Ballast delimma 

Message-ID: <19970914194650. AAA210@LOCALNAME> 


Rather than sweat out getting more/spare 4H4 ballast tubes, which 
are getting 
increasingly rare and expensive, I'd recommend the following: 


The object is to regulate the filament voltage of the 6C4 in the 
National NC-300 
and the 6C6 and 6BE6 in the HRO-60. The transformer provided supplying 12.5 
volts AC for this purpose. A very simple and effective and cheap method 
would be to either bridge or half-wave rectify the 12.5 volts AC , adda 
1000 Mf @ 25 volt capacitor input filter. Supply the resulting DC to an ECG956 
Adjustable 1.5 amp regulator (TO-220 flatpack) IC. Add the necessary trimmer 
pot, fixed resistor and a 10 Mf @ 15 volt output filter. The regulated voltage 
being supplied easily to the tubes in question. The whole works could be 
built into a small aluminium box mounted on an octal plug and ‘subbed' for the 
4H4! Then the filament voltage would remain stable probably far better 
than thru the 4H4. If you want to sell the set in a "no mods" condition, unplug 
the regulator unit, plug the 4H4 back in and presto, you have an unchanged 
receiver. 

I plan to ues this same trick to stabilize the heater voltage on the 
Elmac PMR-7 
receiver's 6C4 oscillator that drifts when the heater voltage varies! 


73, 

E. V. Sandy Blaize, W5TVW 

"Boat Anchors collected, restored, repaired, traded and used!" 
417 Ridgewood Drive, 

Metairie, LA., 70001 

ebjr@worldnet.att.net 

*xLooking for: Hallicrafters SR-75 Transceiverx* 
*kRK-34(VT-224) tubes, Butternut HF2V antennaxx*x 


Date: Sun, 14 Sep 1997 15:09:58 -0500 
From: Ron Thomas <rthomas@gulf.net> 
To: boatanchors@theporch.com 

Subject: Collins 32S-1 Troubleshooting 
Message-ID: <341C4496.24B7@gulf.net> 


First, thanks to all who replied to my last post on the same subject. 
The problem with the rig staying keyed turned out to be a leaky C119 
.922 mfd cap on pin 5 of V10 (Vox Rectifier). A special thanks to Jim 
Garland W8ZR who remembered this problem and pointed me in the right 
direction. 


Now that the transmitter keys properly, I have another problem 
associated with the Power Amp. When I close the Vox switch to adjust 
the bias to 40 ma, the plate current pegs the meter. The bias voltage 
is adjusting properly but I seem to have ecessive plate current. The 
meter circuit appears to be working correctly. The driver seems to be 
operating normally and I have changed the 6146s with known good tubes 
and still get the same indication. 


In measuring voltages and resistances, I found what appears to be an 
error in the manual. My manual indicates that the resistance to ground 
at pin 3 (screen grid) is 37K. I measure 14.5K and from looking at the 
circuit, I don't see how 37K is possible since all other resistances 
would be in parallel with a 15K resistor (R114)... therefore, the 
resistance has to be something less than 15K. Anyone else seen this 
error or am I looking at the circuit wrong? 


The next measurement that seems to be way off is at pin 5 (control grid) 
where I should measure 580K according to the manual. I am reading 
something on the order of 125K. Anyone have any ideas where the problem 
might be here? I don't see 580K from looking at the circuit and since 
it looks like I've found one error, I wonder if this might be anohter 
one? 


I'm still working on the transmitter and will let you all know what I 
find when I £ix it. But, any help is certainly appreciated from those 
who have been down this road before (or even from those that haven't... 
all ideas are welcome). 


13% 


Ron NART 


Date: Sun, 14 Sep 1997 15:32:41 -0500 

From: "A.B. Bonds" <ab@vuse.vanderbilt.edu> 

To: boatanchors@sco.theporch.com 

Subject: Re: Question on replacing filter capacitors 

Message-ID: <1.5.4.32.19970914203241.00a3fb44@mailhost.vuse.vanderbilt.edu> 


At 07:09 PM 9/12/97 -0400, you wrote: 


>Greetings all, 

> 

>I recently acquired an R-389/URR receiver which I suspect has a bad filter 
capacitor, 

>C-101. The original capacitor is a 10uf 600 Volt electrolytic capacitor in 
a bluish- gray 

>rectangular can. 

> 

>I happen to have two 22uf 500 volt brand new electrolytic capacitors. 
I know that 

>if I wired these in parallel, the result would be 11uf in capacitance, but 
what about the 

>voltage rating? Would these two capacitors in parallel be good for 
1000 volts, ofr 

>would it still be 500 volts? 


Yikes! I think you mean wire them in SERIES. That will give you 11 uF at 
1000 v, but read on.... 


> 

>Also, someone suggested that if I do this it would be necessary to add 
resistors to 

>"equalize" the load across each capacitor. I have four questions about this: 
> 

>1) Is this really necessary? 

YES. 

>2) If it is necessary, how many resistors are needed, one or two? 

Two. 

>3) Do I wire the resistors across each capacitor, or what? 

Across each cap. 

>4) How do I determine the resistance and power rating of the resistors? 
I'd use something like 270K per resistor. If you do a rough calculation, 
that will gove you a bit over one milliamp through the resistor chain, which 
shouldn't be a problem. As for power, i squared r yields 10*x-6 times 
Q@.5*10**6 or half a watt. 

I'd use 2 watters to be on the safe side. 


A. B. Bonds 


Date: Sun, 14 Sep 1997 16:57:50 EDT 

From: aalhb@juno.com (Charles M Cheney) 

To: boatanchors@sco.thePorch.com 

Subject: Manual for Super Skyrider 

Message-ID: <19970914.165453.8063.1.aalhb@juno.com> 


I failed to talk myself out of the above radio (Hallicrafters S-11) ata 
small flea market and would like to find a manual for it. I have a 
Rider's schematic and the radio is in working order but I think I will 
get more out of it with the original operating instructions. The controls 
are somewhat different from what I am used to on newer BAs (I have no 
experience with anything before a 75A3, a late model by the standards of 
this list!) 


Thanks for any help or leads, 73, 


Charlie AA1HB (aathb@juno.com) 


Date: Sun, 14 Sep 1997 17:32:49 -0400 

From: Jim Garland W8ZR <4CX250B@miavx1.acs.muohio.edu> 
To: rthomas@gulf.net, boatanchors@theporch.com 
Subject: Re: Collins 32S-1 Troubleshooting 

Message-ID: <v0300780eb04205ce1b2d@[134.53.65.12]> 


Hi Ron, 


Glad you're making progress with the rig. Keep plugging away and you'll get 
it working! Looking at the circuit diagram, I agree that the resistance to 
ground at the 6146 screens will be dominated by the 15K resistor. Things 
seem normal, there. 


I wouldn't worry about the resistance of the grids to ground. In tracing 
the circuit, the grids are tied pretty directly (through R34 (2200), R54 
(1000), and R53 (18K) directly to the -70V (max) bias line from the power 
supply. Note that R115 (220K) shunts the bias voltage to ground, so any 
measured resistance is going to be 220K or less. 


Your symptom -- pegging the plate current meter -- suggests several 
possible causes. The first, and most likely in my opinion-- is that you're 
not getting the right bias voltage on the 6146s. I'd measure the d.c. 
voltage on the grids and make sure it's normal. Try adjusting the pot on 
the 516F-2 supply to give you the maximum bias voltage, and then back the 
pot off to get the right idle current. 


Another possibility is a short in the B+ somewhere, though I think this is 
unlikely. 


Yet another possiblity is a bad resistor in the voltage divider for the 
metering circuit. You can eliminate this possiblity, as well as the shorted 
B+ line, by seeing if the plates of the 6146s turn red when you key up the 
transmitter. If they do (and don't leave them in this condition very 
long!), then you know the current on the meter is truly the 6146 plate 


current. 


While you're measuring voltages, also check the screen voltage on 6146s. I 
doubt that you've got a problem there, but I'd still check it to be on the 
safe side. 


Good luck, 


Jim Garland W8ZR 


Date: Sun, 14 Sep 1997 18:48:03 -0400 

From: CHARLES HETT <75066.3711@compuserve. com> 

To: boatanchors <boatanchors@theporch.com> 

Subject: Meissner Deluxe Signal Shifter 

Message-ID: <199709141851_MC2-206E-9F87@compuserve.com> 


Purchased one of these at a recent hamfest. It is in pretty sad shape. 


I have the reprinted "Meissner How To Build Instruction Manual" and my unit 
seems to be a bit older than what is described in this manual. The dial on 
mine is simply a large dial knob with 0-100 around the edge. There is no 
“behind the panel" unlettered dial. The schematic seems to have a few 
minor differences as well - no key jack, no external jack for the "signal 
spotter". The power supply seems a bit different as well. 


I have the coils for 160, 20 and 10 and the oscillator grid coil for 20. 


1. Anyone have more info on this "older" Shifter? What might its model 
number be? 


2. Anyone have coil winding info for 40 and 80? 


I will have to rewire quite a bit of it. The insulation has rotted away. 
Recapping is also in order. 

Tubes seem good. 

Power transformer is good although insulation on it and chokes seems a bit 
brittle. 

Panel is very poor (rusty). I will probably do new artwork on computer and 
make a new one and silkscreen it (won't destroy the old one). The cabinet 
isn't too bad and I won't repaint it. 


Date: Sun, 14 Sep 1997 19:21:34 -0400 (EDT) 


From: Michael Crestohl <mc@shore.net> 

To: boatanchors@theporch.com 

Subject: Report from FARFest at Gaithersburg Sept 7th 1997 
Message-ID: <199709142321.TAA16946@northshore.shore.net> 


Hello All Filament Fanciers: 


Cynthia and I attended the FAR-Fest at the Montgomery Co. Fairgrounds 
last Sunday Sept. 7th 1997. We arrived at 3:00 Saturday afternoon and 
the vintage AM station was already set up and on the air. We had a fine 
time at the fest (as usual) and partied until 3:00AM, up again at 5:30 to 
cruise and peruse the flea market and do some shopping. 


One thing puzzles me - I read Fred Bohner's report on the fest: 


>Those attending were me Fred Bohner,Todd Coe KB3AMR,Tom Clarke W40kKW, 
>Mike Steussy AE4R, Mike Tola K3MT, Bill Meara N2CQR,Kurt Wehle WA4SMI, 
>Lynda Toia KF4LGR, Phil Mcoy W35AN also seen Tom Bryan,Surplus Al. 

>I apologies for spelling and any other errors or people I met and left 
>off the list, Thanks to the group from Vienna Wireless who came to the 
>Ba meeting. 


There were many representatives from the Northeast AM community present 
at Gaithersburg. We set up a fine business station consisting of 

a T-368 and R-390A which operated for 24 hours right in the middle of 
the fest. Some of those present included Paul WA3VJB, Steve WB3HUZ, 

Gary N2INR, Tim WALHLR (driving his "new" mobile, the Cadaverlac), 

Dave K3ZRF, Chuck WA4HHG, Fred KC4MOP and a whole lot more of the nicest, 
fun-loving folks you are ever going to meet in the hobby. 

I saw two Boatanchors-List folks I know - Mike Hanz KC4TOS and Roy Morgan 
KILKY. Surplus Al was there too, fully recovered from his "heart attack" 
suffered at a NJ hamfest two weeks earlier. Don't worry guys, it was a 
false alarm! I also had an opportunity to meet John W4WAW and help him 
identify a piece of equipment he picked up at Shelby a couple of years 
ago. 


I'm sorry I didn't get to meet other BA-List folks. It also surprises 
me somewhat that there is less communication between the Boatanchors 
and AM communities as it seems to me that they should be one and same. 


Next year perhaps we should make it a point to meet at the vintage AM 
station at a given time on Sunday (although we arrive Saturday afternoon). 
Cynthia and I would have liked to meet more BA-List members next year. 
This was our fifth trip to Gaithersburg and we always have a great time 
so we're looking forward to 1998 now that we've recovered from the 1,200 
mile drive. 


73, 


Michael Crestohl, WRC 
mc@shore.net 


Date: Sun, 14 Sep 1997 19:47:39 EDT 

From: w4bld@juno.com (Robert B. Kerby) 

To: boatanchors@theporch.com 

Subject: WTB: Gonset Communicator IV 2M 
Message-ID: <19970914.194519 .5031.9.W4BLD@juno. com> 


The title says it all. Any help apprecated. I would also like a 220 


version if someone has one excess to his/her needs. Thanks, Bob 


Robert B. Kerby - w4bld@juno.com 

PO Box 991 ( 231 Rosser Avenue) 
Waynesboro, VA 22980 (540) 942-4356 
Collect: Morrow, Gonset, Elmac 


Date: Sun, 14 Sep 1997 19:53:35 -0400 
From: Manuel W4SSB <mmaseda@gte.net> 
To: boatanchors@theporch.com 

Subject: Need info on Millen 90921 
Message-ID: <341C78FF.532D@gte.net> 


I just picked up a Millen 90921 scope amplifier / sweep unit. 


anyone have a manual for it or can tell me more about it? 


Manuel W4SSB 


Date: Sun, 14 Sep 1997 19:56:53 -0400 

From: don merz <71333.144@compuserve.com> 

To: boatanchors@theporch.com 

Subject: Gear/Literature FS 

Message-ID: <199709141958_MC2-2073-46C9@compuserve. com> 


Boatanchors & Literature FS 


Does 


CONTACT: Don Merz, N3RHT: 47 Hazel Drive, Pittsburgh, PA 15228. 
412-234-8819 (weekdays, EST or leave a message anytime). 


71333 .144@compuserve.com 
GEAR 


Military NATO SEM-52A handie-talkie. 6-channel crystal controlled 
handheld covering 47-56mc. 300mw out. 25kc channel spacing. With 
all accessories including shoulder pack and strap, rubberized tape 
antenna, headset/mic combo, 2 (empty) battery packs. Requires 
6 AA-size nicads. Excellent original condition. German-made with 
German markings. $105 each. 2 to sell. 

R. L Drake High-Patch. Needs cleaned but still looks good. All original. 
Untested. Complete. $15 

Electrovoice EV-642 "Cardiline" shotgun microphone. Like new in original 
metal case with model 356 shockmount. $300 or best offer 

Heathkit HD-11 Q-Multiplier. This is the later version of the QF-1 with 
it's own internal AC supply. Very good looking. Complete. Original. 
Untested. $19 

Morrow CM-1 AM Radio. Weird...this 4x6x10 inch mini-BA is a plain 
AM radio covering the AM broadcast band. With tuning meter. Black dial, 
silver knobs, silver hammertone paint job. Very nice and working. 
Complete. Original. $27 

E.F. Johnson RF Power Attenuator catalog No. 250-42-3. Small box 
with perforated cover and In/Out switch on front. 2 SO0-239 connectors 
on rear. Looks fine. Untested. Origianl. $11 

Hallicrafters R-46 speaker. Just plain R-46, no "A" or "B." Good paint 
but has many light scratches and scuffs. Flocking on speaker grill is 
very aged but still usable. Original. Complete with original driver 
that tests okay on the ohmmeter. $45 

Hallicrafters HA-8 Splatter Guard Modulation Indicator. Front panel is 
near-mint. Cabinet paint is good but has some small but deep scratches. 
Missing the detector unit (an easily-fabicated inline coupler). With 
original manual. Original. Untested. $85 

Hallicrafters HA-4 T.T.0. Keyer. Sharp electronic keyer. One scratch on 
front panel and good but somewhat scratched cabinet. With original 
manual. Original. Complete. Working as designed. $50 

YAHT: "Yet Another Hacked Twoer." Heathkit HW-30 Twoer Two-Meter 
transmitter/receiver lunchbox. Panel has unoriginal 1/4" phone jack 
and cabinet has big hole in right side. Otherwise looks complete and 
okay. Untested. As-is. $8 

Silver Model 903 Absorption Wavemeter. Point coil at RF source and tune 
for brightest glow on lamp. My wife says "cute but has its 
limitations"--I'm not sure she was talking about this wavemeter but 
that fits. $3 


TUBES Available 


211 RCA Used $10 each. Filaments good. 2 
211-B Amperex Used $15 Filament good 1 


805 RCA NIB $12 each 2 
805 JAN NIB $10 each 2 
807 Various NIB $§ 4 each. Some JAN. 4 
826 RCA NIB $ 5 each 3 
954 RCA JAN NIB $ 2 each 3 
955 RCA JAN NIB $ 2 each 8 
967 United Used $ 7 each 2 
8008 RCA NIB $ 9 each 3 
HF-120 Amperex Used $15 (211 equivalent) 1 


812: This an original NIB boxed spare for the ART-13 according 
to the box. $11 


LITERATURE 


Klystron Technical Manual, Sperry Gyroscope Company, 1944. 92 page 
hardback covering all you ever wanted to know about klystrons. With 
some Sperry technical inserts dated 1945. $12 

ARRL 1949 Handbook. Spine worn. Otherwise good. $21 

ARRL 1954 Handbook. Good. $21 

ARRL 1959 Handbook. Sine worn. Good. $21 

Heathkit HD-1410 original manual. $10 

Lafayette HE-20A original manual. $9 

Lafayette HE-20C original manuals with no covers. $3 each. 2 available. 

RCA WV-97A Senior Voltohmyst original manual. $6 

Heathkit BE-2 Battery Eliminator original manual. $5 

Civil Air Patrol Handbook, 2nd ed., 1944. Corner of cover cut off. 
Otherwise good. $8 

QST Magazines: All of these have covers but the covers are loose, torn 
and/or frayed at edges. Binding edges are fair to poor. $3 each. 

1925: 2,3,4,7,8,9,11,12 

1926: Complete year 

1927: 1,3,4,12 

1929: 1,2,3,4,6,9,10 

1930: 1,2,3,4,5,6,7,8,9,10,11: These are all very nice except 10 and 11. 


WANTED 
Hammarlund SP-600-JX-17 manual original or copy. This radio seems to 
have factory provision for an external VFO and IFO with switching 
for those options via 3 red metal knobs on the front panel. What's 
that all about? 


CONTACT: Don Merz, N3RHT: 47 Hazel Drive, Pittsburgh, PA 15228. 
412-234-8819 (weekdays, EST or leave a message anytime). 
71333 .144@compuserve.com 


Date: Mon, 15 Sep 1997 00:04:08 +0000 

From: "John H. Dilks III" <oldradio@worldnet.att.net> 
To: boatanchors@theporch.com 

Subject: Hamfest Report: DVRA - Trenton, NJ 
Message-ID: <19970915000406.AAA13901@LOCALNAME> 


Hamfest Report: DVRA - Trenton, NJ 
-or- My Radio Magnet is temporarly Degaussed! 


I came home without buying a single item? I didn't try to buy anything 
and nothing found it's way to me either. (Remember two weeks ago - I 
couldn't move without something good happening to me at Mullica Hill?) 


Boat Anchor Sightings: 

Several Hallicrafters: S-40, S-99, S-38? 
at least two Hammurlund SP-600's 
Heathkit transmitters: two DX-60 

Two Johnson Viking transmitters 

Lot'sa tubes (the sound guys were happy) 


--and my table was full of BA parts: tube sockets, capacitors, brackets, 
Rf-Chokes, etc. (sold-out). 


Several BA types stopped by, but none indicated they were members of this 
group - or I missed that. One BA-ham, visiting from Sweden and is a friend 
of BA member Bengt Wilander SM7BKH, took a train from NYC to Trenton, then a 
taxi to the hamfest. Boy, that's dedication! He mentioned he was also at 
the AWA meet in Rochester two weeks ago. 

He was looking for "R-9" and "Radio" magazines from the 30's. I couldn't 
help him with that, but was able to £ix him up with some high voltage 
transmitting capacitors. 


73' John Dilks, K2TQN 


| http: //www.eht.com/oldradio 
| Exclusive Report! The 1997 AWA meet in Rochester, NY as it happens. | 
| Updated September 2, 1997 - Please visit. 


Date: Sun, 14 Sep 1997 20:10:16 -0400 
From: Larry Keith <KQ4BY@ix.netcom. com> 
To: 71333.144@compuserve.com 

Cc: boatanchors@sco.theporch.com 

Subject: Re: Gear/Literature FS 
Message-ID: <341C7CE8.17EF@ix.netcom.com> 


don merz wrote: 


> 
> 
> Morrow CM-1 AM Radio. Weird...this 4x6x10 inch mini-BA is a plain 
> AM radio covering the AM broadcast band. With tuning meter. Black dial, 
> silver knobs, silver hammertone paint job. Very nice and working. 

> Complete. Original. $27 


Hi Don.. 


The model number gives it away... It is a real-life Conelrad Monitor.. 
The terminal strip on the rear connects to the alarm (bell, light, or 
operator's ear 8=)! 


Up to now, I thought I had the only one on the list.. 
73, 


Larry, KQ4BY 


Date: Sun, 14 Sep 1997 19:59:28 -0400 

From: don merz <71333.144@compuserve.com> 

To: boatanchors@theporch.com 

Subject: SB-110A/250C Comparison 

Message-ID: <199709142002_MC2-206D-CD06@compuserve.com> 


Hi: I recently picked up a nice Heath SB-110A six meter transceiver and 

I am evaluating it in comparison to my Swan 250C. Any comments pro on con 
on these 2 rigs? One must go... 

73, Don 


Date: Sun, 14 Sep 1997 19:26:12 -0700 

From: "Larry" <rau@wco.com> 

To: "boatanchors" <boatanchors@theporch.com> 
Subject: Solvents in caps 

Message-ID: <199709150128.SAA15299@shell.wco.com> 


I think any cap which is likely to be damaged by a quick rinse by a mild 
solvent like rubbing alcohol is a Leaky Cap.... one destined for the 
boneyard, if not already arrived DOA. Larry W6WUH 


Date: Sun, 14 Sep 1997 21:24:37 -0400 

From: CHARLES HETT <75066.3711@compuserve. com> 

To: boatanchors <boatanchors@theporch.com> 

Subject: Meissner Signal Shifter - Apology 

Message-ID: <199709142127_MC2-2073-4F26@compuserve. com> 


Forgot to add the reply info - sorry. 


1. Anyone have more info on this "older" Shifter? What might its model 
number be? 


2. Anyone have coil winding info for 40 and 80? 


I will have to rewire quite a bit of it. The insulation has rotted away. 
Recapping is also in order. 

Tubes seem good. 

Power transformer is good although insulation on it and chokes seems a bit 
brittle. 

Panel is very poor (rusty). JI will probably do new artwork on computer and 
make a new one and silkscreen it (won't destroy the old one). The cabinet 
isn't too bad and I won't repaint it. 


73 
Charles Hett kOthn 
75066.3711@compuserve.com 


Date: Sun, 14 Sep 1997 17:03:50 +0100 

From: Scott Robinson <spr@earthlink.net> 

To: boatanchors@theporch.com 

Subject: Cosmos PTO question (R-390A) 

Message-ID: <v03007800b041bb435be7@[153 .34.139.237]> 


Folks, 


I've been working on the Cosomo PTO in my R-390A and I have the end-to-end 
range about right, but the individual linearization adjustments seem to 
have no effect. If you screw them in far enough they block the rotation of 
the main 10-turn control, but other than that, nada. The counter I am 
using for this test is set to have tens of Hz. as its least significant 
digit, so I would definitely see any changes that occurred. 


Before I take the entire mechanism apart and drop some little tiny screw 
where the cat can play with it and lose it for me, does anyone have any 
sage advice as to the usual cause of this situation? 


All advice gratefully received. 


Regards, 


Scott Robinson 
spr@earthlink.net 


Junque is GOOD for you! 


End o£ BOATANCHORS Digest 1672 
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